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SUBJECT: COMMUNICATIONS, ENERGY POWER 
REF: BUCHAREST 4874 

1 . MR. LEROY M. BAXLEY, ENGINEER OF KURTZ & ROOT CO., 
APPLETON, WIS„ ADVISED ON THIS DATE (8/27) THAT THE 
EMERGENCY GENERATOR NOTED IN REFTEL REQUIRES (4) FOUR 
6 VOLT BATTERIES CONNECTED IN SERIES TO CREATE A 

24 VOLT SYSTEM. BATTERIES ARE THE STANDARD MILITARY AND 
COMMERCIAL TYPE, 163 AMP. HOURS AND SHOULD BE OBTAINABLE 
IN EUROPE. 

2. CONCERNING MANUAL FOR THE ENTIRE GENERATOR, MR. BAXLEY 
NOTED THEY ONLY POSSESS ONE COPY AND WOULD COST $50 TO 
XEROX A COPY. IF DESIRED PLEASE SEND APPROPRIATE FUNDING 
DATA SO OPR/ST CAN PURCHASE MANUAL. KISSINGER 
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